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With an intuitive interface and exclusive features for "smart" control, the new Toro 
Evolution is an easy choice for residential and light-commercial applications. 




Revolutionary Interface - The Evolution controller's user interface was 
designed with the customer in mind. Shortcut buttons provide quick access 
to basic functions while the advanced menu leverages the experience and 
knowledge of the irrigation professional, all shown on a graphics display 
that navigates similar to many modern consumer electronic devices. 



r 

Easy Upgrade to Integrated Smart Contro - An optional Smart Connector 
plugs into the timing mechanism, enabling it to wirelessly communicate 
directly with a number of add-on devices — including a weather sensor, handheld remote, multiple 
soil 

Computer-programmable with USB Drive - Simple-to-use software allows you to program 
everything at a computer. Use a standard USB drive to transfer programming to one or more 
controllers in a matter of seconds. The USB drive also provides controller logging functionality to 
save an operation log for diagnostic purposes. 

Toro's Evolution EV0-4ID has an array of features with advanced, modular construction. 4 to 16 
stations with 4- and 12-station hot-swappable modules. Red LED next to display lights in the event 
of an alert. Automatic short detection for circuit protection and faster troubleshooting. Non-volatile 
memory doesn't require batteries and holds programming for up to five years. 





Repair Parts 




Hunter Diaphragms - We carry all of the brand name Diaphragms, These are 
original replacement "Diaphragms" direct from the manufacturer. This is your #1 
Source for valve Diaphragms!, from the oldest to the most current we have it all. 






Hunter PGP Rotary Sprinkler 

The world's best selling residential and light commercial rotor sets the standards 
for an entire industry. 

Why settle for second best when you can have the sprinkler by which everything 
«wtLs else is measured. The PGP is Hunter's original product, the item that put the 

company on the map in 1981. Its exceptional design and impressive performance 
placed the rotor a cut above back then, while continuous improvements and 
enhancements have allowed it to remain the number one selling rotor in the world ever since. With the 
superior ability to deliver even water distribution from precision engineered nozzles, this sprinkler is 
unequaled for reliability, durability, versatility, and value. With its patented features and Hunter's years 
of experience in gear-drive technology, it's no wonder the PGP remains the professional's choice. 

Toro Turbo-SC Plus PC Emitters 



3 flow rates: 

TSC-05/TK-05: 0.5 GPH (2 LPH), blue 
TSC-10/TK-10: 1 GPH (4 LPH), black 
TSC-20/TK-20: 2 GPH (8 LPH), red 
Color coded by flow rate for easy identification 
Self-flushing mode clears debris to prevent clogging (Turbo-SC Plus 
models) 

Ideal where water conditions may be an issue 

Pressure compensation for uniform water application (Turbo-SC Plus models) 
Male exit barb for 1/4" (4mm) tubing 
Barbed inlet can be installed directly onto hose or used with 1/4" (4mm) tubing (Turbo-SC Plus 
models) 

Resistant to chemicals that may cause damage and UV degradation 



oro's Turbo-SC Plus PC Emitter DPJ02-A Emitter 0.5 GPH is a Large, self-flushing, turbulent flow path for 
higher resistance to plugging where water conditions may be a problem. Barbed inlet allows emitters to 
be installed directly onto hose or used with 1/4" (4mm) tubing. 





For more information please visit 
http://www.gplawn.com 



